BUCKEYE Motor Truck Jacks 


Buckeye Motor Truck Jacks are safe, reliable and made to stand the wear and tear 
for which they are intended. They are fully guaranteed, and cannot possibly drop with a 
load. They are made from Steel Drop Forgings, best finish and workmanship throughout. 


Get our prices before you place your orders for jacks, we can save you money, 


Capacity List 
P ith ft da ise: 

Ww orm 
7 11\" 64” 18” 16 —s Iba. 2% tons handie. $10.00 
13 144" 7%’ 20%” 26% “ 3 sa 15.00 
14 14%” 7h’ 2044” 33 iz 5 = 16,00 
9 11%" 6 17%" 10 “ 1% “ 6.00 


Write today for descriptive catalog. Made only by 


THE BUCKEYE JACK MFG. CO., Alliance, Ohio 


